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DATE OF MAILING 

Brimleyana 23 was mailed on 16 July 1996. 


ERRATA 

The following correction should be made in “Mensural 
Discrimination of Four Species of Peromyscus (Rodentia: Muridae) 
in the Southeastern United States” by Joshua Laerm and James 
L. Boone (Brimleyana 21:107-123, December 1994). In Table 
2 (p. 114), the constant given for Peromyscus leucopus is -32.229. 
The correct constant is -38.229. 


